LITTLE KING’S HOTEL COURT 

JOPLIN, MO. 

60 Rooms, 75 Double Beds 
All New, Latest Improvements. Insulated 
Walls and Ceilings, Metal Furniture, Box 
Springs, Venetian Blinds, Storm Doors. Central 
Heating Plant with Hot Water Heat and Air- 
Conditioning. 
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